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SUBJECT: FUNDING FOR EMERGENCY GENERATOR 

1. IN ORDER TO IMPROVE SECURITY AT THE RESIDENCE OF THE CONSUL 
GENERAL A PERIMETER LIGHTING SYSTEM IS BEING INSTALLED, FUNDED 
FROM THE FY 74 SPECIAL SECURITY ALLOTMENT. WE HAVE ALSO 
INSTALLED A KWM-2A RADIO TRANSMITTER THERE TO GIVE US BETTER 
EMERGENCY RADIO RELIABILITY IN AN E&E SITUATION. BOTH SYSTEMS 
ARE DEPENDENT ON CITY POWER. 

2. THE POST ELECTRICIAN ESTIMATES THAT A 21 HP GENERATOR IS 
NEEDED TO PROVIDE BACK UP POWER FOR BOTH THESE SYSTEMS AND 
ESSENTIAL HOUSEHOLD CIRCUITS. LOCAL PROCUREMENT IS PROHIBITIVELY 
EXPENSIVE BUT WE COULD PURCHASE TWO SEARS 12 HP GENERATORS WITH 
AIR FREIGHT AND INSTALLATION FOR $2,800. AS AN EXPENDITURE OF 

THIS SIZE IS DIFFICULT WITH OUR LIMITED BUDGET, THE DEPARTMENT IS 
ASKED TO FUND THIS PURCHASE. 

3. FORMER RSO SPALDING SURVEYED THE SECURITY SITUATION AT THE 
RESIDENCE AND CONCURRED IN THE NEED FOR THE LIGHTS AND THE 
GENERATOR. 
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